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Characteristic 

Tool setter 


• (Definition) 

-The system which measures tool offset data automatically and inputs at CNC. 



• 'oMl ^^(Description) 

-Tool Setter are used to detect the position of the cutter blades for compensation. How 
to move swing arm, it has manual type and automatic type. 
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• ^^-(Value)^l ^1 


Auto type RENISHAW made 

Automatic type 1 set 

Hydraulic type 

Manual type Iset 

Pneumatic type 

Quick tool setter 1 set 

Removerble type Renishaw made 
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